To: Stalcup, Dana[Stalcup. Dana@epa.gov]; Pimley, Lowell[lpimley@usbr.gov] 

From: Baker, Karen J HQ02 

Sent: Tue 8/1 8/2015 9:56:58 PM 

Subject: RE: language in final press release (UNCLASSIFIED) 

Classification: UNCLASSIFIED 
Caveats: NONE 

Dana - I've checked in with the folks in the ASA's office - we are good with this approach. 
— Original Message — 

From: Stalcup, Dana [mailto:Stalcup.Dana@epa.gov] 

Sent: Tuesday, August 18, 2015 5:12 PM 
To: Baker, Karen J HQ02; Pimley, Lowell 
Subject: [EXTERNAL] language in final press release 

This is what I am sending up my chain 


August 18, 2015 
Contact: 

Press@epa.gov <mailto:Press@epa.gov> 

EPA Announces U.S. Department of the Interior to Lead Independent Review of Gold King Mine Release 

Review to include analysis of the cause of release, contractor activities and lessons learned for use on 
ongoing and planned projects 


WASHINGTON - EPA announced today the U.S. Department of the Interior (DOI) will lead an 
independent assessment of the factors that led to the Gold King Mine incident on August 5, 2015, in 
Colorado that affected the Animas and San Juan rivers. The assessment begins today, Tuesday, August 
18, and it is anticipated that DOI will provide the assessment report to EPA and the public within 60 days. 


The goal of DOI's independent review is to provide EPA with an analysis of the incident that took place at 
Gold King Mine, including the contributing causes. 


Details about the independent review will be made available by DOI when they become available. 


In addition to the independent review, EPA is conducting its own internal technical examination of the 


1804696 


ED 000552H 00002726-00001 



incident. Both reviews will help inform ongoing and planned site assessments, investigations, and 
construction or removal projects. 


Dana Stalcup 

Director, Assessment and Remediation Division 

OSWER/Office of Superfund Remediation and Technology Innovation (OSRTI) 
Desk - 703-603-8702 
Cell - 202-309-5473 


Classification: UNCLASSIFIED 
Caveats: NONE 
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